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Message Text 



CONFIDENTIAL 

PAGE 01 TUNIS 06202 03II22Z 

15 

ACTION AE- 1 8 

INEO OCT-OI ISO-00 A-OI SS-20 SSO-00 RSC-01 DRC-OI /042 W 

023622 

0 031100Z NOV 73 

EM AMEMBASSY TUNIS 

TO SECSTATE WASHDC IMMEDIATE 3591 

CONEIDENTIAL TUNIS 6202 

E.O. 11652: GDW 

TAGS: OVIP (NEWSOM, DAVID D.) 

SUBJECT: VISIT TO TUNISIA OF ASSISTANT SECRETARY NEWSOM 
REF: STATE 217069 

1 . WE HOPE THAT YOU WILL ACCEPT OUR INVITATION TO STAY AT 
THE RESIDENCE. DCM WILL PUT UP BLAKE. 

2. I HAVE INDICATED TO GOT THAT ON NOVEMBER 7 YOU WOULD BE 
AT PRESIDENT BOUGIBA'S DISPOSAL AND WOULD ALSO LIKE TO 
CALL ON PRIME MINISTER AND EOREIGN MINISTER. WE ARE ALSO 
RESERVING TIME IN YOUR SCHEDULE EOR VISIT WITH JOSIF. WE 
WILL PLAN TO HAVE A SMALL DINNER PARTY OR LUNCHEON IN YOUR 
HONOR NOVEMBER 6, DEPENDING UPON WHAT THE EOREIGN 
MINISTER PLANS. 

SEELYE 



CONEIDENTIAL 



NNN 
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